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SUBJECT: U.S. ELECTRICALLY OPERATED OPERATED MEDICAL INSTRUMENTS AND 
EQUIPMENT 

1. AN OFFICIAL OF THE BONNIER GROUP (SWEDISH MANUFACTURER) 

REQUESTED EMBASSY HELP TO OBTAIN "U.S. GENERAL AND SPECIFIC 
REGULATIONS AND STANDARDS" GOVERNING THE USE OF ELECTRICALLY- 
OPERATED MEDICAL INSTRUMENTS AND EQUIPMENT IN CLINICAL 
LABORATORIES. 

2. PLEASE ADVISE WHETHER OR NOT REGULATIONS AND STANDARD (WITH 
INDEXES) ARE AVAILABLE AND WHERE THEY MAY BE OBTAINED. 

3. WHAT IS THE "MIL STANDARD" AND TO WHAT EXTENT ARE U.S. 
MANUFACTURERS REQUIRED TO ADHERE TO IT? INFORMATION ON THIS 
TOPIC WOULD BE APPRECIATED. 
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